FRICTIONAL   ELECTRICITY.
into a loop which hangs on a delicate pivot project!) the scale.    This instrument placed on a body recei electric  charge    will  indicate  roughly the extent charge.    What has been said covers a very small tion of the experiments possible in  static electric!
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